RFP 16-29 - Court Monitoring Services 
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Customer 

Quality of 


MADD 

Offeror’s Company 

Personnel 

Proposed Project 

Service and 

Proposed 

TOTAL 

Experience (20) 

Experience and 

Plan (40) 

References 

Evaluation 



Qualifications 


(10) 

Plan (10) 









Evaluator #1 

18 

17 

35 

8 

8 

86 

Evaluator #2 

17 

18 

35 

9 

8 

87 

Evaluator #3 

16 

17 

35 

8 

9 

85 

Evaluator #4 

18 

18 

30 

9 

8 

83 

Evaluator #5 

20 

17 

38 

9 

9 

93 

TOTAL 

89 

87 

173 

43 

42 

434 




unerors 

Proposed 


Customer 

Quality of 


DWI Resource Center, Inc. 

Offeror’s Company 

Personnel 

Proposed Project 

Service and 

Proposed 

TOTAL 

Experience (20) 

Experience and 

Plan (40) 

References 

Evaluation 



Qualifications 


(10) 

Plan (10) 









Evaluator #1 

17 

18 

34 

8 

7 

84 

Evaluator #2 

15 

16 

34 

8 

7 

80 

Evaluator #3 

14 

15 

30 

6 

9 

74 

Evaluator #4 

17 

17 

30 

7 

7 

78 

Evaluator #5 

20 

14 

34 

9 

9 

86 

TOTAL 

83 

80 

162 

38 

39 

402 










